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Date: 01-06-2022 Health Bulletin Time: 6:00 PM 
Bulletin No. 845 (since 15t" March 2020) 
¥@) Positive Today: 08 #4 Recovered Today: 09 
4 Death Today: 00 &Q. Active Cases: 63 
S*’’ Sample Positivity today: 0.52% | R% Recovery Percentage: 96.12% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 92817 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 89215 (96.12%) 


3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3264 (3.52%) 


4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 275 (0.30%) 
5. Number of samples found negative for COVID-19 today: 1537 
6. Total number of samples sent for COVID-19 testing today: 1817 
7. Total number of cumulative samples found negative since 01.01.2022: 1353187 
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Detailed Status of Sample Tested 


: Negative as Positive 
Negative : Positive j 
H Cumulative 5 Cumulative 
in last 24 s in last 24 : 
hours Se hours oe 
01.01.2022 01.01.2022 


Haridwar 125 144 { 307189 | 0 | 13137 | 320296 =| 9 
Details of Districts having Positive COVID-19 Cases 
Almora 4530 4138 0 4 388 
Bageshwar 2089 2001 1 0 87 
Chamoli 3204 3092 3 3 106 
Champawat 1912 1891 0 1 20 
Dehradun 33199 32616 42 174 367 
Haridwar 13137 12873 5 25 234 
Nainital 11371 11294 3 29 45 
Pauri Garhwal 5278 4291 1 18 968 
Pithoragarh 2560 2420 0 4 136 
Rudraprayag 2706 2575 2 2 127 
Tehri Garhwal 2368 2028 0 5 335 
U.S. Nagar 8806 8520 1 5 280 
Uttarkashi 1657 1476 5 5 171 
Total 92817 89215 63 275 3264 
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COVID-19 Vaccination 
1st June 2022 
* Sessions Held Today: 681 
* Number of Beneficiaries Vaccinated Today: 10939 
* = Total Number of Beneficiaries Partially Vaccinated: 9022605 
* Total Number of Beneficiaries Fully Vaccinated: 8383331 
* = Total Number of Beneficiaries Given Precaution Dose: 583834 
Details of Beneficiaries Vaccinated in Uttarakhand 
Citizens Health Care Worker Front Line Worker Le LAS 
coverage 
Cumulative 
aire 12-14 15-17 15-17 Precaution 1st 
Districts 12-14 18+ years 18+ years dt ae de Bel . 
Yrs years 1st years Dose And Precaution 
elton ate pase Atel Dest ene Cucnce Sees Cues cee eee Roveruge eal Bese 
Dose Coverage | Coverage Dose 
Almora 18625 11260 | 29115 | 23169 | 383704 | 357364 6023 6033 9957 9763 39795 182 391 
Bageshwar 9789 6785 14114 12989 186324 172512 2514 2521 2323 2402 23778 60 173 
Chamoli 14867 | 11741 19710 18717. | 275150 | 271278 4022 6493 6634 36040 193 257 
Champawat | 10069 4497 13374 10632 184564 172340 2314 7583 7507 16518 139 27 
Dehradun 62158 | 30790 | 101504 | 76817 | 1578947 | 1481607 36722 | 30671 31295 137229 651 335 
Haridwar 65947 7595 79976 | 42083 | 1515420 | 1455535 17618 | 48461 | 48447 59485 562 478 
Nainital 38914 | 20118 | 52452 | 39630 | 758371 735022 13988 | 20111 20211 59222 836 288 
Pauri 454587 | 428471 
Pithoragarh 15097 8831 23568 19490 | 327480 | 317897 4112 8321 8414 25154 121 115 
Rudraprayag 173851 160480 
Tehri 22309 | 14934 | 31139 | 27447 | 400067 | 364662 6254 6316 4923 5041 39529 220 258 
US Nagar 59701 | 28129 | 92212 | 79915 | 1358115 | 1362406 | 12493 12589 | 34792 | 33972 60087 3738 346 
Uttarkashi 12628 5964 18177 14793 | 236925 | 225250 3462 3487 5000 5094 29860 355 310 
Total 359641 | 166128 | 520331 | 403590 | 7833505 | 7504824 | 120700 120112 | 188428 | 188677 583834 7793 3146 


